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Message Text 
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14 

ACTION NEA-10 

INFO OCT-01 EUR-12 EB-07 ISO-00 /030W 

002849 

R 1 1 1023Z JUL 76 ZFG 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4607 
AMEMBASSY ATHENS 
AMEMBASSY KUWAIT 
AMEMBASSY TEHRAN 

UNCLAS ABU DHABI 1881 

E.O. 11652: N/A 
TAGS: BTIO, TC 

SUBJECT: FOREIGN GOVERNMENT TENDER: OIL-FILLED CABLE CIRCUIT 132KV 

ATHENS FOR RTDO 

1. 520/01/T0026 

2. 071176 

3. A.M. BARAKAT 

4. 529 UNITED ARAB EMIRATES 

5. N 

6A. TENDER CAN BE OBTAINED AGAINST A NONREFUND ABLE FEE OF 2000 
UAE DIRHAM (1 US$ - 3.95 DIRHAM) FROM: 

6B. N/A 

6C. WATER & ELECTRICITY DEPARTMENT 
P.O. BOX 219 ABU DHABI, U.A.E. TELEX 2369 MAKAHRBA AH 

7. N 

8. 9/1/76 AT 1100 HRS. 

9. 201 

lOA. 3357847 OR 3357848 OR 3357865/0100, 9918201/0100. 
lOB. INVITATION TO TENDER READS AS FOLLOWS: 

QUOTE: WATER AND ELECTRICITY DEPARTMENT 
GOVERNMENT OF ABU DHABI 
P.O.BOX NO. 219 
UNCLASSIFIED 
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ABU DHABI - U.A.E. 
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TELEX 2369 MAKAHRBA AH 

TENDER INVITATION: 

FOR THE SUPPLY AND INSTALLATION OF FIVE 132 KV OIL-FILLED CABLE 
CIRCUITS IN FOUR LOTS FOR THE I32KV NETWORK ABU DHABI. 

1. THE WATER AND ELECTRICITY DEPARTMENT, ABU DHABI, INVITES TNE- 
DERS FROM COMPETENT AND EXPERIENCED FIRMS OF I32KV (OR HIGHER) 

CABLE MANUFACTURERS FOR THE PERFORMANCE OF THE WORK COVERED BY 
THE ABOVE TENDER INQUIRY. 

2. THE SCOPE OF WORK INVOLVES ALL THE ACTIVITIES FROM THE DESIGN 
STAGE TO COMMISSIONING AND HANDING OVER OF THE FIVE I32KV OIL- 
FILLED CABLE CIRCUITS AS FOLLOWS: 

LOT I: POWER STATION UMAI NAR TO SS SPORT CITY: 

ONE CIRCUIT: LENGTH ABOUT II KM. 

LOT 2: POWER STATION UM AL NAR TO SS MOSAFFAH: 

TWO CIRCUITS: LENGTH ABOUT 9.5 KM. 

LOT 3: SS MOSAFFAH TO SS W24: 

ONE CIRCUIT: LENGTH ABOUT 19.5 KM. 

LOT 4: SS MARKET TO SS WI3 TO SS W24: 

ONE CIRCUIT: LENGTH ABOUT 6.5 KM. 

INCLUDING THE FOLLOWING THREE CHANNEL CROSSINGS: 

A) AIRPORT CHANNEL NEAR POWER STATION UM AL NAR. 

B) CHANNEL CROSSING NEAR MAQTA BRIDGE. 

C) CHAMREL CROSSING NEAR NEW BRIDGE. 

3. PROSPECTIVE TENDERERS SHOULD APPLY FOR THE TENDER DOCUMENTS 
BY LETTER OR TELEX TO THE WATER AND ELECTRICITY DEPARTMENT. 

FOREIGN COMPANIES SHOULD INDICATE THE NAME AND ADDRESS OF THEIR 
ABU DHABI PARTNER OR AGENT WHO IS AUTHORIZED TO PURCHASE THESE 
DOCUMENTS ON BEHALF OF THE TENDERER. 

4. TENDER DOCUMENTS CAN BE OBTAINED FROM JULY I, 1976 ONWARDS 
DURING THE NORMAL WORKING HOURS FROM THE PURCHASING SECTION, WATER 
AND ELECTRICITY DEPARTMENT. A NON-REFUND ABLE FEE OF DH.2000.- 
(DIRHAMS TWO THOUSAND) IS TO BE PAID TO THE DEPARTMENT'S REVENUE 
SECTION AGAINST THE PURCHASE OF EACH SET OF THEIR DOCUMENTS. 

5. OFFERS SHOULD BE ACCOMPANIED BY A BANK GUARANTEE OF 5 PER 
CENT OF THE VALUE OF THE OFFER VALID FOR A PERIOD OF 90 DAYS 
FROM THE DATE OF SUBMISSION OF THE OFFER. 

6. OFFER SHOULD BE SUBMITTED IN SEALED ENVELOPES ADDRESSED TO: 

THE CHAIRMAN, 

UNCLASSIFIED 
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GENERAL PROJECTS COMMITTEE, 

P.O. BOX NO. 12, ABU DHABI. 

THE ENVELOPE IS TO BE MARKED ON TOP "TENDER FOR THE SUPPLY AND 
INSTALLATION OF FIVE 132KV CABLE CIRCUITS FOR THE 132KV NETWORK 
ABU DHABI". 

7. OFFERS SHOULD REACH THE GENERAL PROJECTS COMMITTEE NOT LATER 
THAN 11.00 HOURS ON WEDNESDAY, SEPTEMBER 1, 1976. 

UNDERSECRETARY 
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WATER AND ELECTRICITY DEPARTMENT. 

STERNER 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ABUDFI01881 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760270-0834 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760770/aaaacjom.tel 

Line Count: 117 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: schaefaj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 MAR 2004 by ThomasVJ>; APPROVED <09 SEP 2004 by schaefaj> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: OIL-FILLED CABLE CIRCUIT 132KV ATHENS FOR RTDO 
TAGS: BTIO, TC 
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